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The complete winding motor has more copper wire, and a motor of 
such advanced construction is more efficient, and it has better 
performance and longer life-span than the part winding motor. 
Therefore, the complete winding motor enjoys great popularity in 
Europe and America. 
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The oil used for the oil bearing is PERMAWICK # 284 which is imported from 
America. A motor with this bearing has low noise and long working life that is 
over 20000 hours. And its applicable temperature is from -30°C to +60°C. 
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With advanced construction, this high quality bearing gives the motor high 
energy efficiency, great performance low noise and a long working life of 
30000 houres .Its applicable temperature is from -40°C to +60°C . 





